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LIMITED OFFICIAL USE STATE 225274 
E.O. 11652:N/A 
TAGS: ASEC 

SUBJECT: CCTV FAILURES 
REF: ATHENS 7015 

ATHENS FOR TSO, FRANKFURT FOR RSS AND RTC, NICOSIA FOR RSO 

1. COMPONENTS TO CORRECT OSCILLATOR PROBLEMS ARE PRESENTLY 
BEING SENT TO ALL POSTS. 

2. FOLLOWING PROCEDURE SHOULD SOLVE FOCUS PROBLEMS. 

A. CHECK THAT VIDICON FACEPLACE AND BOTH EXTERNAL LENS 
SURFACES ARE CLEAN. 

B. ADJUST VIDICON ELECTRICAL FOCUS CONTROL, R151, FOR BEST 
FOCUS. 

C. ZOOM IN ON AN OBJECT WHICH IS APPROXIMATELY 15-20 
FEET AWAY. 

D. USE CONTROL BOX TO ADJUST LENS FOCUS FOR BEST RESULTS. 

E. ZOOM OUT (WIDE FIELD OF VIEW) ON SAME OBJECT. 

F. LOOSEN RING CLAMP WHICH SECURES VIDICON AND MOVE VIDI- 
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CON BACK AND FORTH IN YOKE ASSEMBLY FOR BEST FOCUS. 
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G. REPEAT ABOVE STEPS TWO OR THREE TIMES UNTIL THE SCENE 
REMAINS IN FOCUS THROUGHOUT THE ENTIRE ZOOM RANGE. INGERSOLL 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE225274 

Document Source: CORE 

Document Unique ID: 00 

Drafter: PSTUBBS:MB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750328-0800 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750929/aaaaazmf.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 ATHENS 7015 

Review Action: RELEASED, APPROVED 

Review Authority: CunninFX 

Review Comment: n/a 

Review Content Flags: 

Review Date: 07 MAY 2003 
Review Event: 

Review Exemptions: n/a 
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Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: CCTV FAILURES 
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